“Calhoun 


Institutional Archive of the Naval Postgraduate School 





Calhoun: The NPS Institutional Archive 
DSpace Repository 


Theses and Dissertations 1. Thesis and Dissertation Collection, all items 


1969 


Preliminary investigation of a proposed 
SOnobuoy ranging system. 


Grant, Gary Maxwell 


Monterey, California. U.S. Naval Postgraduate School 
http://ndl.handle.net/10945/12872 


This publication is a work of the U.S. Government as defined in Title 17, United 
States Code, Section 101. Copyright protection is not available for this work in the 
United States. 


Downloaded from NPS Archive: Calhoun 


Calhoun is the Naval Postgraduate School's public access digital repository for 


| (8 D U DLEY research materials and institutional publications created by the NPS community. 
«ist ae Calhoun is named for Professor of Mathematics Guy K. Calhoun, NPS's first 


NY KNOX appointed — and published -- scholarly author. 

ies) LIBRARY Dudley Knox Library / Naval Postgraduate School 

411 Dyer Road / 1 University Circle 
Monterey, California USA 93943 





http://www.nps.edu/library 





NPS ARCHIVE 
1969 
GRANT, G. 


PRELIMINARY INVESTIGATION OF A 
PROPOSED SONOBUOY RANGING SYSTEM 


Gary Maxwell! Grant 





DUDLEY KNOX LIBRARY 


NAVAL POSTGRADUATE SCHOOL 
MONTEREY, CA 93943-51014 


United States 
Naval Postgraduate School 





THESIS 


PRELIMINARY INVESTIGATION OF A 
PROPOSED SONOBUOY RANGING SYSTEM 


Gary Maxwell Grant 





June 1969 


cument has been approved for public ne- 
Se te bake; 4t& distubution 146 unlemcted, 


a 
CAD 
a. 
ee) 
= as 
Ne 

hora mas Sem 
a. 





Preliminary Investigation of A 
Proposed Sonobuoy Ranging System 


by 


Gary Maxwell Grant 
Lieutenant (junior grade), United States Navy 
B.S., United States Naval Academy, 1968 


Submitted in partial fulfillment of the 
requirements for the degree of 


MASTER OF SCIENCE IN ELECTRICAL ENGINEERING 


from 


NAVAL POSTGRADUATE SCHOOL 
Tune 1969 


Hh ABSTRACT 
The ability to locate and determine the position of an ASW sonobuoy 

is an essential part of airborne anti-submarine operations . Present 
methods restrict the parent aircraft's operational capability and yield 
only marginal data. State-of-the-art frequency control makes it possible 
to range sonobuoys accurately with radio signals. Sonobuoy position can 
then be determined by combining this range data with other available 
information. A system is proposed to both free the parent aircraft from 
present restrictions and to increase the accuracy of the position 


information, 
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Le TINEPRODUCTIGN 

In airborne anti-submarine warfare, there is a need for a system 
which can accurately and continuously display the tactical situation to 
the local commander. The system should give him accurate relative 
positions of the aircraft, sonobuoys and contacts as they are determined. 
It should not restrict the aircraft's flight to a given pattern, altitude or 
speed. It should not require transmission of Signals by the aircraft which 
could be detected by ECM. 

The present system used in this situation does not meet all the above 
requirements. Its limitations are discussed in Section II. A system is 
proposed here which, it is believed, will meet the requirements listed 
above within acceptable limits. 

The basic concept is very simple. It depends upon the continuous 
measurement of the slant range from each sonobuoy to the aircraft and 
the subsequent processing of this and plane navigational information to 
provide the sonobuoy field pattern. Processing of the data and the solu- 
tion of the pattern problem is discussed by Cooley. [Ref. 1] 

This thesis concerns itself only with the slant range determination. 
The method proposed requires the measurement of the phase ofa stable 
radio signal, transmitted from the sonobuoy. As the observer moves in 
the vicinity of the sonobuoy, the phase of the received signal will 
change. If the phase of the received signal has been determined at some 
known range, then the present phase of the received signal can be related 
to the present range. With this method, continuous slant range between 


sonobuoy and aircraft is known, 


Generation of the transmitted signal and meaenrement of the phase 
of the received signal are the most important areas of the proposed 
system, These areas will be discussed in detail. 

It is emphasized that the proposed system is only the initial inves- 
tigation of the concept. The problems in this system will be delineated 
and various methods of solution described. Verification of these solu- 
tions is needed in some cases. It is concluded that the proposed 


system is feasible. 
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Lig “THE PREobe | wongoeh Mi 

The problem of accurately positioning ASW sonobuoys from the 
parent aircraft is one that must be solved if the aircraft is to be free to 
operate around the sonobuoy field and still have accurate knowledge of 
te tactical situation. 

The standard ASW sonobuoy is approximately 4.5 inches in diameter 
and 36 inches in length, When in the water, approximately 2-4 inches 
of the Sonobuoy remain above the surface, The small cross section 
available for radar illumination makes radar ranging impossible. The use 
of radar repeaters or transponders in the sonobuoy is unattractive because 
of the cost involved and the operational consideration of the aircraft 
being detected by ECM. 

Optical ranging of the sonobuoys is impractical and totally depen- 
dent on the weather conditions in the area, Personal observations ona 
typical patrol mission have shown that at an altitude of 500 feet, the 
sonobuoy's self contained dye marker is very difficult to detect. The 
usefulness of marking flares and the small lamp on the sonobuoy for 
location during night operations is also dependent on the weather condi- 
eons . 

eecnt operational procedures locate sonobuoys by means of the 
On-Top Position Indicator. As the name implies, the indication of "on- 
top" is received as the aircraft passes over the sonobuoy. There can be 
considerable error in determining when the aircraft is directly "on-top". 


The magnitude of this error is dependent on the altitude of the aircraft. 


Il 


It is obvious that this method does not meet the requirements as outlined 
in the introduction. The aircraft's mobility is restricted by the necessity 
of "on-topping" a sonobuoy whenever an updated display of the tactical 
Situation is required, 

In contrast, the proposed system would in no way restrict the air- 
craft's movement around the sonobuoy field, and the anticipated accuracy 


is greater than the present system. 


TI, THE PROPOSED SONOBUOY RANGING SYSTEM 

The basic concept of the proposed sonobuoy ranging system is some- 
what similiar in theory to radio navigation systems now in use suchas 
LORAN , OMEGA, and the proposed short-range, precise, navigation sys- 
tem described by Dean. [Ref. 2] All depend on the velocity of propaga- 
tion of .electromagnetic waves. In some systems, position is determined 
by measuring the time difference between two or more received pulse 
Signals. In other systems such as the system described by Dean and the 
system proposed here, range is determined by the continuous measure- 


ment of the accumulated phase of the received signal, 


A, A REVIEW OF THE FUNDAMENTAL CONCEPT 

Figure 1 will be used to illustrate the fundamental concept behind 
the proposed system. The sonobuoy in position A transmits a stable 
radio signal. The aircraft flying the indicated track will intersect con- 
centric arcs of constant slant range from the sonobuoy. The concentric 
arcs of constant slant range can also be thought of as arcs of constant 
phase, with the distance between the arcs determined by the frequency 
of transmission, For example, the velocity of electromagnetic wave 
propagation in a vacuum is 3x10° meters per second. Ata frequency of 
1X10” Hz, one wavelength is equal to 3000 meters or 10 microseconds of 
time lapse. Referring to Figure 1, as the aircraft continues along the 
track, it will note an increase in the phase of the received signal of 
m radians while traveling from point B to point C (or an accumulated time 


of 5 microseconds between the points). As the aircraft moves from point 
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D to point E, it will note a decrease in phase or time of the same amount. 
While moving from point C to point D, it will note first an increase and 
then a decrease in the phase, 

Thus it can be seen, that if the aircraft has knowledge of the phase 
of the transmitted signal at the sonobuoy, or the received signal at some 
known range, it can measure the phase at any other point, and determine 
the new range as shown. The initial determination of the phase-range 
relationship could be made before the sonobuoy is dropped from the air- 
craft, or it could be determined after it is in the water, These alterna- 


tives are examined in Section X, 


B. THE PROPOSED SYSTEM 

The proposed sonobuoy ranging system would include two major 
modifications to the hardware of the present system. To provide the 
ranging signal, either a stable crystal controlled oscillator would be 
placed in the sonobuoy, or the basic carrier frequency would be stabil- 
ized. The stability of the oscillator providing the range signal would in 
effect limit the accuracy of the system. From the previous discussion of 
the basic concept, it is obvious that once the phase of the signal has 
been determined at some known range, it must remain conStant at that 
range if the system is to remain accurate. 

The second major modification to the present system would be a 
phase measuring system on-board the aircraft. It is arpropriate to point 


out here that system modifications in the aircraft were not constrained by 


lees 


cost to the degree that modifications to the sonobuoy were, The on- 
board equipment would not be expendable, and therefore the cost limita- 
tions were much less severe. 

The system would take the received range signal and measure the 
phase by comparing it toa Stable reference, The measured phase would 
then be fed into the on-board computer and combined with other informa- 
tion to fix the relative positions of the Ssonobuoy and aircraft. How this 


is to be done is discussed in detail by Cooley.[Ref. 1] 
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IV. SYSTEM EVALUATION 

Figure 2 is a block diagram of the proposed system. In subsequent 
sections, several of the major system components and methods will be 
discussed. Of course the major concern of the system designer is in 
controlling the stability of the oscillators in the sonobuoy and in the 
aircraft so that accurate position information can be computed. The 
system, however, must be evaluated with cost in mind, The addition of 
hardware to an expendable sonobuoy must be justified by an increase in 
operational effectiveness, 

In order to reduce the cost, the proposed system was designed to 
limit the modification to the present system, especially in the sonobuoy. 
A separate oscillator will be provided in the sonobuoy to frequency 
modulate the basic carrier frequency. The frequency of the range signal 
was chosen to be compatible with the sonic information being transmitted, 
and to be within the passband of the transmitter. The addition of the 
oscillator does increase the power requirements and this will be dis- 
cussed, It is noted here that new sonobuoy designs may choose to gen- 
erate the range signal from the carrier after it has been stabilized. The 
proposed modification was considered to be the least possible modifi- 
cation for existing sonobuoy designs, 

In the phase measuring components on-board the aircraft, system 
sensitivity is important. The proposed svstem is designed to meet sen- 
Sitivity specifications. It is also designed so that there will be no 


problems with lane ambiguity. This will be discussed later. 
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V,.ASPECTS OF CRYSTAL CONTR@ELED FRE@UENCY Sentry 

Because the system accuracy is in eftect limited by the stability of 
the oscillator in the sonobuoy, and in part by the stability of the standard 
in the aircraft, the factors affecting crystal controlled frequency stability 
will be examined in detail. Although this area in general lacks standard- 
iZation of terminology, the definitions used here are used by several 
leading manufacturers. 

There are three contributors to frequency instability in crystal con- 
trolled oscillators. Frequency error caused by this instability is defined 
as the difference between the actual frequency and the nominal frequency. 

frequency error = Af = ff. (5-1) 
The contributing factors will be termed frequency offset, frequency drift, 
and frequency deviation. It is again pointed out that these terms are not 
standardized, but will be used throughout this discussion, Each factor 


will be discussed separately to determine its effect on the proposed 


Syetem. 


=. FREQUENCY OFFSET 

Frequency offset is defined as the difference between the actual 
frequency and the nominal frequency. For example, a crystal cut to 100 
KHz when placed in the oscillator circuit may provide an output of 
100,001 Hz. In this gross example, thevinrequency olfiseigis Walia Ase — 
ally this figure is normalized by dividing it by the nominal frequency and 
expressing it in parts per 10°. In this example, the frequency offset 


would be 1 apilon . It will be seen later, that frequency drift can be 
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considered as a change in frequency offset. In Hac discussion, however, 
the term frequency offset will denote only the initial constant offset. 

In the discussion of error introduced by frequency instability, itis 
more convient to consider the time error than the frequency or phase 
error, The three are related as shown in equation (5-2). The time error 


can then be converted to a range error using the conversion chart, 


Figure 4, 
AFP _ 4o _ Al : 
F ~O T (5-2) 
AT = a x T (5-3) 


ud 
As a crude example, let the frequency offset be 1 ppl10 . Entering 
Figure 3, it is found that in a period of one day, a time error of approx- 
imately 10 microseconds will accumulate. Using this time error and 


Figure 4, the accumulated range error is 3000 meters. 


B, FREQUENCY DRIFT 

An inherent characteristic of crystal oscillators is that their resonant 
frequency changes as they age, Frequency drift is defined as the change 
in frequency due to this inherent characteristic of the crystal when mea- 
sured over a given period of time. The specified time interval is usually 
one day or longer. In well designed crystal units, the frequency drift 
can be assumed constant after an initial warm-up period. In frequency 
standards, this warm-up may take thirty days, whereas in some of the 
new fast warm-up crystal oscillators it may only be 5-10 minutes to 


reduce the drift to below the specified values. 
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Conversion chart, Accumulated 
Timer Error to Range Error 


Figure 4 
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As an illustrative example, Figure 5 shows the frequency drift of a 
crystal oscillator over a period of 10 days. Initially, in this example, 
the actual frequency and the nominal frequency are equal. This means 
that there is no frequency offset. It can be seen from the figure, that 
although the frequency drift is small (1 Soa) it accumulates with 
elapsed time and can result ina substantial error, The frequency at the 
end of one year of operation would be 1,000,003.65 hz. However, more 
important is the accumulated time error during this period, 

Because frequency drift can be assumed constant after the initial 
warm-up, it can be effectively removed from the total system error. As 
an example of the procedure used to remove this error, Figure 6is a plot 
of the frequency drift of a given oscillator. From the figure it is apparent 
that the frequency drift causes an effective change in the frequency off- 
set from 5 ett. t@ 6 oro Frequency drift error can then be removed 
by uSing the average frequency over the 10 day time period, In this 
example, entering Figure 3 witha value of 5 eo the accumulated 
time error would be approximately 4.7X10° microseconds, If there had 
been no frequency drift, the fractional frequency error would have been 
siero- ©, aTrcsimitiawotiset, RESUTTIWGl ll an accumulatedsiam Cucrromes 
43X10" microseconds over the 10 day period. 

It can be seen from the above example that stability requirements 
are less severe in systems operating over a short period of time, than 


for systems operating over longer periods of time. 
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Typical Plot of Frequency Drift vs. Time 
Figure 5 
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C, FREQUENCY DEVIATION 

Frequency deviation attempts to describe the dispersion of frequency 
caused by unwanted components of noise and spurious Signals. Itis 
defined here as the changes in average frequency over a given time 
interval, The time interval must be sufficiently short so the effects 
of frequency drift can be considered negligible. 

Since within the time interval specified above, the average frequency 
must approach the nominal frequency (if there was no initial frequency 
offset) as the averaging time is increased, the specification of frequency 
deviation must include the averaging time. As this time is increased, 
the measurement of frequency deviation becomes obscured, In general, 
the deviation is expressed in terms of RMS fractional frequency deviation. 
An RMS measurement means that 68.3% of all observed deviations will be 
less than the RMS value; 95.1% less than two times the RMS value, and 
99.7% less than three times the RMS value. It is also important to 
specify the method of measurement of the deviation. Figure 7 shows the 
three commonly used methods of peak deviation, average peak deviation, 
anda straight line approximation of the peak deviation. Systems which 
rely on excellent short term stability, and therefore require accurate 
knowledge of the frequency deviation, must be sure of the method of 
measurement when considering specifications. 

The causes of frequency deviation can be separated into three 
sources. These contributors to the overall frequency deviation are 


(1) thermal and shot noise within the oscillator which perturb the 
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ie E 
Method A. Peak Deviation per given time 
Bis Average Peak Deviations 


Ce: Straight Line Approximation 


Typical Plot of Frequency Deviation, Illustrating Measurement 
Methods 


Figure /7 
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oscillations, {2) additive noise associated with the accessory circuits 
which does not perturb the oscillations but adds to the signal, and 

(3) oscillator fluctuations due to changes in the crystal unit or circuit 
parameter changes, 

As pointed out before, the deviation is a function of the averaging 
time. The first two sources of deviation are effectively removed by 
increasing the averaging time. The third source, known as flicker noise 
or 1/f noise, is the major source of error in longer periods of averaging. 

It is apparent that if there is an accumulated error caused by fre- 
quency deviation, it will appear as a contribution to the total frequency 
drift, Table V.Iis a typical manufacturer's specification of frequency 
deviation. For averaging times greater than 0.1 seconds, the frequency 


deviation is constant, 


TA BiskveW Si 
average time RMS fractional 
frequency deviation 
I msec g.ox10 -9 
10 msec 1:5Xi07 
0.1 sec SX) Giee 
1.0 sec Pesce 7 
10 sec 1.5x10°7" 


ae, , eae | | 
Instabilities greater than |.5X10 exist for sucha short period of 
averaging time, their effect on accumulated error is small. The "steady-— 
state" value can be used to remove the accumulated error over longer 


periods of time. 
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D., FACTORS CONTRIBUTING TO THE DEGRADATION OF FREQUENCY 
STABILITY 

There are three primary sources of stability degradation in crystal 
oscillators. They are variations in the circuit voltage, load impedance, 
and operating temperature. 

1, Degradation Caused by Voltage and Load Variations 

Frequency errors introduced by voltage and load variations are 
insignificant in well designed oscillators. The incorporation of a vol- 
tage regulator (usually Zener regulation) and a buffer amplifier in the out- 
put stage, has practically eliminated degradation of stability from these 
sources. These features are normally self-contained in the oscillator 
package. 

2. Degradation Caused by Temperature Variation 

Variations in the operating temperature have pronounced effects 
on the frequency stability of crystal oscillators. The instability is 
reflected by a change in the frequency. Because the problem is not as 
easily solved as for load and voltage variations, the temperature effect 
will be treated in detail. 

Just as quartz crystals inherently age, they also inherently 
change frequency when subjected to changes in operating temperature, 
Shown in Figure 8 are the frequency-temperature characteristics of the 
commonly used crystal cuts. Figure 9 shows the orientation of these 
cuts with respect to the crystallographic axis. Without going intodetail, 


it is pointed out that the point of inflection on the frequency-tem perature 
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Orientation of Common Crystal Cuts 


Figure 9 
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characteristics of most crvstal cuts can be aie at any temperature by 
proper choice of dimensions or orientation of the crystal. 

To understand more clearly the effect of temperature on frequency 
stability, a frequency-temperature characteristic curve was determined 
fora low cost 100 KHZ crystal. Figure 10 is a schematic diagram of the 
oscillator built for this test. Figure 11 shows the crystal oven designed 
and built for this determination. Using an electronic counter to measure 
the period of the oscillator, and averaging 10° periods, a measurement 
sensitivity of l Poo, was obtained (manufacturer's specification). The 
oven temperature was controlled over a temperature range from 226 Le 
AGC, A cooling unit was used to control the temperature from Ri LO 
ic . Both temperature control units were constant to within * @. ine 
Gnce Sein 

The procedure followed was to set the temperature control and 
then after allowing 8 hours to stabilize (stabilization was accomplished 
in a much shorter period of time), 100 consecutive measurements of the 
period were made. The average value was calculated and plotted in 
Figure 12. From the characteristic curve, it was concluded that the 
crystal was an AT cut. No specification on the crystal was available to 
verify this conclusion. It was found that the crystal frequency could be 
held to within 72 Site by controlling the temperature to within 
+0. 1am 

The oscillator contained in the sonobuoy is the most critical 


system component. [tis also the component most sensitive to 
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temperature, and unfortunately, the component most exposed to temper- 
ature variations. It must be able to function within specifications 
during ambient temperature variations from about ae to 30 It must 
be relatively low powered in any configuration because of the limited 
power supply. It must be reasonably priced when purchased in volume 
Since it is expendable, 

The set of curves used to determine the accumulated error from 
frequency offset and drift can be used by the system designer in choosing 
the proper crystal unit when considering system accuracy. It is not 
possible to construct a meaningful set of graphs to determine the accu- 
mulated error caused by operating temperature variations. Most crystal 
oscillators specify the effect of temperature on stability by giving the 
maximum expected fractional frequency error over the temperature range. 
For example, a stability specification might be + .005% over a temper- 
ature range from -40 C to 70 C., More stable units are usually specified 
in ppl0. In general, the stability can be improved by reducing the 
temperature range. If the oscillator could be held exactly at one temper- 
ature, the offset could be determined at that temperature and removed 
from the system as shown before. 

Crystal oscillator designs incorporate either temperature con- 
trol or temperature compensation to lessen the influence of temperature 


eneciabulity . 
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a. Temperature Control With a Crystal Oven 

In order to obtain the highest stability that today's preci- 
sion oscillators are capable of providing, an oven is used to control the 
operating temperature. Figure 13 is a schematic diagram of a dual pro- 
portional oven used in many of the high precision units. The amount of 
power required by the ovenis, of course, related to the operating and 
ambient temperature difference, Oven and crystal warm-up times are 
determined by the oven design, 

The use of an oven insures the highest stability as men- 
tioned above. Once set, dual proportional ovens are in some cases stable 
to within 0.001°C . With this temperature control, the frequency error 
can be determined at the operating temperature, and will remain constant 
while the oven maintains control, Other oven designs provide less 
control, but usually require less power. Figure 14 is a graph of the 
input power versus the ambient temperature for various cavity temper- 
atures for a typical oven unit. Also shown on the graph is the maximum 
allowable cavity dissipation if the oven is to maintain control, 

b. Temperature Compensated Crystal Oscillators, TCXOs 

As may be expectedyethesetiegtoiagchange in the oper- 
ating temperature of a crystal is to vary the mechanical stresses in the 
crystal itself. These stress variations then cause a change in the 
resonant frequency of the crystal, and consequently a frequency error. 

There are two methods of temperature compensation,mech- 


anical and electrical . The electronic method, utilizing variable 
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capacitance diodes to contro! the frequency, has proven much more 
successful. For this reason, mechanical compensation will not be 
discussed. 

The effect of increasing or decreasing the mechanical 
stress in a quartz crystal structure is to change the resonant frequency 
of the crystal. This can be equated to a change in capacity of the equiv- 
alent circuit. Once this variation of equivalent capacitance versus 
operating temperature has been determined, a varicap can be added to the 
circuit to compensate for the changes in equivalent crystal capacitance. 
Thermistors are used in the circuit as temperature sensing elements and 
control the necessary bias voltage for the varicaps,. 

The degree of compensation depends on the number of 
thermistors and varicaps in the circuit. The design of TCXOs is aided 
by computer synthesis to optimize the choice of thermistors and varicaps 
and their range of control. Newell, Hinnah and Bangert [Ref. 3]discuss 
temperature compensation in detail, and develop a set of design curves 
and circuit parameter equations for simple TCXO units. Figure l5isa 
schematic diagram of a typical TCXO utilizing two thermistors anda 
Single varicap,. 

c. Advantages and Disadvantages of the Two Methods 

The degree of stability obtained by temperature compensation 
iS not aS good as that which can be obtained with an oven. State-of-the- 
art TCXO units have been reported with stabilities of l pe toe overa 


temperature range from -40°C to 70%G This is several orders of magnitude 
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less than the stability obtainable with an oven, There are obvious 
advantages to using TCXOs, however, in certain situations. First, 
there iS no warm-up required which may be desirable for a given appli- 
cation, The power requirement for the compensating network is negli- 
gible, so the overall power requirement is practically the same as fora 
simple oscillator, Also, because the crystal operates at ambient temp- 
eratures, the frequency drift rate, which for most crystal cuts increases 
with increasing operating temperature, will be a minimum, On the other 
hand, crystal ovens have been designed with reduced warm-up periods. 
Figure 16 is a manufacturer's specification for a fast warm-up oven, 
This series provides stability of 5 hailis in 15 minutes and 5 Geilon in 
4 minutes. These figures are at least an order of magnitude better than 
available HOxX®@ units. 
ad. Combining Temperature Control and Temperature 

Compensation 

Figure 17 shows the effect of temperature compensation 
on the frequency-temperature characteristics of an AT cut crystal. From 
the figure, it can be seen that if the operating temperature of the TCXO 
is held to within t 10°C (around 25°C), its stability will be equal to that 
of an oven, whose temperature control must be less than + tere This 
Suggests the possibility of combining a temperature compensation network 
and a temperature control unit, to obtain the advantages of both. The 
power requirement and warm-up time of the oven would be reduced, and 


the stability of the TCXO would be increased. This possibility should be 


investigated thoroughly in this system design because of the limited 


power available, and the fast warm-up time and high stability desired. 


43 





QT oInbty 
SIOIPTTIOSO Selleg Gj JOT] SUT, °SA IOLIG ADUSNbeljy TeuonNselj 


SAULANTA - ANTE 


= | 8 9 D C 
A 


Otdd s OTdd ¢ OTdd ¢ 


Svs 


Oa 


Sia 


OF+ 


44 


£1 eainbtj 


Te1sA1yg 
poyesuodwoy e puke pajyesuedwoouy Ue JOF sOT]sTIayYyOLRIeYD sinjelodwey-Aousenbosl4q 
(O..) TUNLWdad WIL 


Sa | OS | Te 0 Cm OS 


odd pz 


lk 


V1, THE TRANSMITTED RANGE SIGNAL 

Several papers have been recently written, discussing a buoy 
mounted short range navigational system. These papers discuss in 
detail the frequency stability requirements (Ref, 2], and the receiver 
design |Ref. 4]. The basic system proposal in the short range navigation 
system is similiar to the Ssonobuoy ranging system. Both systems would 
rely on a geographic grid set up by the stable radio signals as discussed 
in Section 2. The buoy mounted navigational system would require two 
transmitting buoys Since position, not just range, is desired. The buoys 
would transmit unmodulated RF for reception and comparison on-board a 
Ship in the area, 

An important difference in the two systems is the use of an unmod- 
ulated signal for the range signal versus modulating the carrier with the 
range signal, The sonobuoy system requires identification of the sono- 
buoys for tactical reasons. This is accomplished by having each sono- 
buoy transmit ona different carrier frequency. If the range Signal was 
derived or generated from the carrier frequency after it had been stabil- . 
ized, it would require 16~32 different generating packages (assuming the 
range signal is to be of one frequency). If the generating network was 
standard for all sonobuoys, for example dividing the carrier frequency 
by 100 to reduce the lane problem, then it would require 16-32 different | 
frequencies be generated from the reference on-board the aircraft. Simply 
Stabilizing the carrier and making phase comparisons at this frequency, 


would result in lane widths of about 2 meters. The aircraft would pass 
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in and out of a lane ina period of time comparable to the shortest mea- 
surement time. This would render the system useless unless appropriate 
frequency division was used, 

As mentioned before, the system was designed to limit the modifi- 
cation of the Sonobuoy and to limit the amount of additional hardware 
which would have to be added to this expendable unit. It was therefore 
decided to frequency modulate the basic carrier frequency of each sono- 
buoy with the same range signal frequency by means of an additional 
oscillator. This would meana simplified system, and reduced cost 


because of standardization, 
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VIi, CARRIER STABILITY -- AFFECT ON RANGE SIGNAL 
A test was devised to determine whether or not the carrier stability 
would affect the stability of the range Signal. Por this test, the crystal 
controlling the carrier frequency was removed from the Sonobuoy and 
placed in the oven. Figure 18 is a block diagram of the test setup. The 
nominal frequency was 21.298744 MHz. The oven temperature was varied 
from Bes to ASG The carrier frequency was observed to shift from 
21.298744 MHz to 21.298626 MHz during this temperature variation. 
The total variation was 118 HZ or 9.9 Hao The test setup was then 
modified as shown in Figure 19. A TS-382 C/U Audio Oscillator was 
used to modulate the carrier at 4KHZ. The Signal was received with an 
AN/URR 27 Radio Receiving Set and phase compared with the modulating 
Signal using a Linear Phase Detector. Simultaneously, the carrier 
frequency was monitered as before, The same temperature variation was 
used, 
The phase relationship of the modulating signal and the received 
Signal was independent of the carrier frequency shift throughout the 


temperature variation. 


A, DISCUSSION OF TEST RESULTS 

This test verified an important aspect of the proposed system. A 
stable range Signal in the frequency range from 16-4000 Hz (within 
the passband of the transmitter) could be used to determine the slant 
range to the sonobuoy. Preferrably, this signal Should be outside the 


prea Ol IMLerest to acoustic analysis. For this reason, 4 KHZ was chosem 
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Figure 18 


49 


6T eimbtj 


isaz AyTTIqeig uotjeE[npopF AOusenbselj jo weibeiq yoo T, 


Omen he w@ 4%. 


Iaplodeay Jo ye1ed Woy adOdsOTIIoOsO 
11e YT) 9s eud 












oT} ey /beij anaes ve 
19) n/O 78€-SIL 


NdIAO 


IDATOIOY 


— 
—T 


£@ YUN/ NY 


Dsl Binkar: 


Of 





90 


The proposed system one require only one modification to the 
present sonobuoys. The addition of the 4 KHz stable oscillator would be 
the same for each sonobuoy regardless of carrier frequency. A 4 KHz 
detector must be added to the receiver in the aircraft to remove the range 
Signal for phase comparison. At 4 KHz the lane width would be 75,000 
meters. With this width, lane ambiguity would be no problem, and this 


would mean less complexity in the aircraft equipment, 
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VITT, MEASUREMENT SENSITIVITY 

The use of frequency multipliers to multiply the accumulated phase 
of the range signal, in order to increase the sensitivity of the measure- 
ment, was investigated. Because a range Signal frequency of 4 KHz was 
chosen, even large changes in range will be reflected as small changes 
in the phase of the received signal. A range of 750 meters would be 
obtained from a phase difference of 3.6 degrees. ASSuming a desired 
accuracy in the measurement system of es meters, the system would 
have to be able to measure .036 degrees of phase difference at 4 KHz. 
If the frequency were multiplied and the phase measurement made ata 
higher frequency, the same accuracy could be obtained without the 
necessity of measuring such small differences. This, in effect, 
increases the sensitivity of the measurement system, 

A great amount of research in this area of frequency multiplication 
has been sponsored by the Frequency Control Division, Electronic 
Components Research Department, U. S. Army Signal and Development 
Laboratory. One such contract, reported quarterly from July 1, 1960 to 
April 1, 1961, by New York University proves to be an exhauStive re- 
search of the problem, The results will be reviewed here for consider- 
ation in the proposed system. Complete discussion is found in the 
reports {Refs. 5, 6, 7, and 8]. 

Introduced in the reports is an uncertainty factor, h, defined as the 
product of the maximum error and the observation time. Table VIII.1lis 


a summary of the findings presented in the reports. The effect ofa 
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1. The basic Frequency Measuring System 
h=A®+ Wa ATo 

2. The basic Frequencv Measuring System with an ideal multiplier 
h= Weve + Wa Ao 

3. The basic Frequency Measuring System with a non-ideal multiplier 
h= A&G/M + Wa ATo + 2 q AW/Wa 

4. The Heterodyne Frequency Measuring System with an ideal multiplier 
h= A@/M + (Wa-Wr) ATo 


5. The Heterodyne Frequency Measuring System with a non-ideal 
multiplier 


h= A@/M + (Wa-Wr) ATo + 27 AW/\,., 


where; 
h = |Error|max x To 
Wa = Wo+AW (actual source frequency) 
M = multiplying factor 
Wr = standard reference frequency 
AG = error associated with the measurement of phase 
ATo= error associated with the measurement of time 


TABLE Viti. 


=o 


frequency multiplier and heterodyne scheme on-the uncertainty factor 
can be seen in the equations, 
Using these formulas given in the teble, and applying them to the 


specific system shown in Figure 20, it is apparent that, 


can 


To= WW 7 “wewalwn 


and that, 


ATo = resolution of the frequency counter = 1/fc, where 
f = counting rate of the counter 
c 


Using these values in the equation for the uncertainty for the 
Heterodyne Frequency Measuring System with a non-ideal multiplier, 


yields a maximum absolute error in radian frequency of 


lE| max = AG _ 429 ATO nN 2 7 AW 
MTo MTo* ToWa 


The first term of the error is due to error in measuring the phase caused 
by threshold detection. The second term reflects the error due to the 
plus or minus one count accuracy of the time base. The third term is 
error introduced by the multiplier. To be noted is the tact that the error 
introduced by the multiplier is a product of the multiplication factor, M, 
the degree of detuning of the multiplier from the source frequency, AW, 


and the chosen beat frequency, since, 


ea NN a MA W Wb 
To Wa Wa 


A frequency multiplier, Class C amplifiers used as harmonic gener- 
ators, was designed and built as shown in Figure 21. It was to be used 


in the proposed system shown in block diagram form in Figure 22, 
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IX, INTERNAL SONOBUOY TEMPERATURE 

Before an estimate of power requirements can be made, it iS necesr 
sary to determine the temperature inside the sonobuoy, under the influence 
of different water temperatures while in operation. The specifications for 
the SSQ-41 sonobuoy require operation in a temperature environment over 
the approximate range from mh © to 35 GC. Before entry into the water, 
it would be stabilized between the limits of -20°C and 55°C, Normal 
laboratory conditions are considered to be : air temperature of 25°C a 
10°C, water temperature of SG : > Ch These specifications were used 
in evaluating the requirements for the proposed system. 

An SSQ-41 sonobuoy was modified to determine its internal temper- 
ature under test conditions. Figure 23 is a block diagram of the test 
setup. Two thermocouples were mounted on opposite sides of the cirenia 
boards in the sonobuoy to determine if there was a difference in temper- - 
ature in the sonobuoy itself, For the purpose of this discussion, one 
Side will be called the Hy side and the other side the L, Side, The 
modified sonobuoy was Stabilized at room temperature, oer and then 
immersed in water. The transmitter was activated, and the internal 
temperature monitered with a Leeds and Northrup millivolt potentiometer. 

The results summarized in Wate IX.! indicate that the temperature 
at He was higher than at L, by about 2~2 Lae . The test also verified the 
fact that the internal sonobuoy temperature will assume the ambient 
temperature of its surroundings (slightly higher on side H,) within a very 


Short time interval, 
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Block Diagram of Internal Sonobuoy 
Temperature Test 


Figure 23 


Tfair) 23°C T (air) 23°C 


T (water) 22 -C T(water) 4 C 
time eig@e LC time H.C LC 
min, : min,, 
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10 25 263 10 10 7 wo 
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TABLE IX.1 DATA SUMMARY 
Scnobuoy Temperature Test 


A, EVALUATION OF TEST RESULTS 

The amount of power required to control the temperature of a crystal 
oscillator in an ovenis directly related to the difference in temperature 
between the operating and ambient temperatures. The stability of the 
proposed system can of course be increased by reducing the temperature 
variation, The placement of the crystal oscillator in the sonobuoy would 
be affected by the fact that there is ae differential. Jf an oven were to 
be used with minimum power consumption, it would be operated slightly 
below the highest expected temperature encounter. The heat supplied 
at Hy would effectively reduce the temperature difference when the 
environment temperature was below the operating oven temperature, and 
reduce the power requirement. This would mean operating temperature 
between 0°C and Ge However, average temperatures Should be within 
the 5C to eC range. 

Just as important as the operating temperature, is the rate at which 
the sonobuoy interior temperature stabilizes. Sonobuoys launched from 
internal storage in present aircraft, are stabilized near 25 C,, the tem- 


perature of the interior of the aircraft. Those launched from newer 
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aircraft will be stored externally, and consequently will be stabilized 

at the air temperature at altitude. This could be anywhere from 210°C 

at 20,000 feet to 30°C at 200 feet. The test showed that the sonobuoy 
will be at or near the water temperature within approximately 15 minutes 
after entry. There was no appreciable difference in this figure when the 
water temperature was changed and the pre-entry temperature was held 
constant. Including the drop time, estimated at between 4-5 minutes 
from 20,000 feet, where gradual heating would begin, it could be reason- 
ably assumed that the sonobuoy will be at sea temperature in less than 
20 minutes after drop regardless of the pre-entry stabilization 


Lemecrature , 
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X, DETERMINING THE INITIAL PHASE-~RANGE RELATIONSHIP 
Determining the phase of the range signal at a known range, in 
order to establish the phase-range relationship, is an important aspect 

of the proposed system. System accuracy can be no better than the 
accuracy of the initial determination. The problem of determining the 
initial relationship is complicated both by design and operational 
considerations, 

There are two possible times at which the phase-range relationship 
can be determined, before and after drop from the aircraft. Determining 
the phase of the range signal before dropping the sonobuoy from the 
aircraft has several design problems. The most difficult problem is due 
to the external storage of sonobuoys in the newer ASW aircraft. If the 
phase-range relationship is to be determined at this time, the trans- 
mitter must be activated, and the range signal must be stabilized while 
in flight. This would mean either activating the entire sonobuoy system 
before take-off, or linking the sonobuoy to the aircraft by an umbilical 
cord to turn it on at the proper time, Activating the sonobuoy before 
take-off would require an additional power supply which may have to 
operate for up to 12-16 hours, Also, stabilizing the crystal with an oven 
during a flight at 20,000 feet would require considerable power, Sono- 
buoys not used ina given flight would have to be recharged before the 
next, increasing supply problems. The use of an umbilical cord connec- 
tion to supply power would not be compatible with older ASW aircraft, 


and would therefore require two sonobuoy designs. 
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The alternative approach, to determine the phase-range relationship 
after drop, would be compatible with both new and old ASW aircraft. It 
may not be as accurate as the before drop determination, but it has far 
fewer design and operational problems. This method would involve a 
modified on-top procedure to make the initial determination. Power could 
be supplied by the modified silver chloride-magnesium battery which is 
presently contained in the sonobuoys. As Shown in section 9, the 
sonobuoy internal temperature rapidly stabilizes to the sea temperature, 
so the additional power required would be far less than in stabilizing the 


crystal at altitude, 
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AL, SUMMARY 

The conclusion of this investigation is that the proposed system is 
feasible, It is not intended that any aspects of the proposed system, as 
presented here, be considered as final designs. Choices were made, and 
offered as suggestions to solving some of the major areas of difficulty 
in thesranoing system. 

The basic concept of the system and its dependence on frequency 
Stability have been discussed in detail, Methods of providing the range 
Signal have been considered, and the decision to provide another oscil- 
lator for this purpose was justified in Sections VI and VII. Some aspects 
of measuring the phase of the received range signal were discussed. A 
measurement system utilizing a heterodyne scheme and frequency multi- 
pliers was proposed. Equations were given to determine the maximum 
error that could be expected in this type of measurement system. The 
problem of determining the initial phase-range relationship was treated, 
Two possible solutions were offered, and a preference was indicated with 
justifying reasons, 

There are many areas in which further study must be made before a 
hardware implementation can be made, The most important area is in 
providing the necessary stability in the crystal oscillators. The possi- 
bility of combining temperature control and temperature compensation 
has been introduced, It should be investigated thoroughly because of its 
suitability in the proposed system. No matter what degree of stability 


is obtained, the error introduced must be removed. Crystal oscillators 
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must be obtained whose drift can be programmed in the on-board pro- 
cessing equipment to remove the accumulated error. Less stable, and 
therefore less expensive, oscillators can be used in the sonobuoys if 

the error introduced can be accurately removed in the on-board processing 
equipment. Because of fewer cost restrictions on the on-board measuring 
equipment, fewer design problems should be encountered, State-of-the- 
art measuring systems are commercially available which could be 


assembled for prototype tests. 
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radio signals. Sonobuoy position can then be determined by combining this 
range data with other available information. A system is proposed to both free 
the parent aircraft from present restrictions and to increase the accuracy of the 


position information. 
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